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NATIONAL FOREWORD 

This Indian Standard (First Revision) which is identical with ISO 2941 : 2009 'Hydraulic fluid power — 
Filter elements — Verification of collapse/burst pressure rating' issued by the International Organization 
for Standardization (ISO) was adopted by the Bureau of Indian Standards on the recommendation of 
the Fluid Power Systems Sectional Committee and approval of the Production and General Engineering 
Division Council. 

This standard was originally published as IS 8384 : 1 977 'IVIethod of test for collapse/burst resistance 
of oil hydraulic filter elements' based on ISO 2941 : 1974. This first revision has been harmonized 
with ISO 2941 : 2009 by adoption to make pace with the latest developments that have taken place 
at international level. 

The text of ISO Standard has been approved as suitable for publication as an Indian Standard without 
deviations. Certain terminology and conventions are, however, not identical to those used in Indian 
Standards. Attention is particularly drawn to the following: 

a) Whereverthe words 'International Standard' appear, referring to this standard, they should be 
read as 'Indian Standard'. 

b) Comma (,) has been used as a decimal marker while in Indian Standards the current practice 
is to use a point (.) as the decimal marker. 

In this adopted standard, reference appears to certain International Standards for which Indian 
Standards also exist. The corresponding Indian Standards, which are to be substituted in their 
respective places, are listed below along with their degree of equivalence for the editions indicated: 

International Standard Corresponding Indian Standard Degree of Equivalence 

ISO 2943: 1998 Hydraulic fluid power IS 8385 : 2005 Hydraulic fluid power Identical 

— Filter elements — Verification of — Filter elements — Verification of 
material compatibility with fluids material compatibility with fluids (first 

revision) 

ISO 5598 : 1985^> Fluid power IS 10416 : 1992 Fluid power systems do 

systems and components — and components — Vocabulary (ftrsf 
Vocabulary revision) 

The technical committee has reviewed the provisions of the following International Standards referred 
in this adopted standard and has decided that they are acceptable for use in conjunction with this 
standard: 

International Standard Title 

ISO 1219-1 : 2006^' Fluid power systems and components — Graphic symbols and circuit 

diagrams — Part 1: Graphic symbols for conventional use and data- 
processing applications 

ISO 2942 : 2004 Hydraulic fluid power — Filter elements — Verification of fabrication 

integrity and determination of the first bubble point 

ISO 12103-1 : 1997 Road vehicles — Test dust for filter evaluation — Part 1 : Arizona test 

dust 

For the purpose of deciding whether a particular requirement of this standard is complied with, the 
final value, observed or calculated, expressing the result of a test or analysis, shall be rounded off in 
accordance with IS 2 : 1960 'Rules for rounding off numerical values {revised)'. The number of 
significant places retained in the rounded off value should be the same as that of the specified value 
in this standard. 

''Since revised in 2008. 

2) 

Since revised in 2012. 
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Indian Standard 

HYDRAULIC FLUID POWER — FILTER ELEMENTS — 

VERIFICATION OF COLLAPSE/BURST 

PRESSURE RATING 

( First Revision ) 

1 Scope 

This International Standard specifies a method for verifying the collapse/burst pressure rating of a hydraulic 
fluid power filter element, I.e. the capability of a filter element to withstand a designated differential pressure at 
the normal (I.e., Intended direction of) flow, by means of pumping contaminated fluid through the filter element 
until either collapse/burst occurs or the maximum expected differential pressure is reached without element 
failure. 



2 Normative references 

The following referenced documents are Indispensable for the application of this document. For dated 
references, only the edition cited applies. For undated references, the latest edition of the referenced 
document (including any amendments) applies. 

ISO 1219-1, Fluid power systems and components — Graphic symbols and circuit diagrams — Parti: 
Graphic symbols for conventional use and data-processing applications 

ISO 2942, Hydraulic fluid power — Filter elements — Verification of fabrication integrity and determination of 
the first bubble point 

ISO 2943, Hydraulic fluid power — Filter elements — Verification of material compatibility with fluids 

ISO 5598, Fluid power systems and components — Vocabulary 

ISO 1 2 1 03-1 , Road vehicles — Tesf dust for filter evaluation — Part 1: Arizona test dust 



3 Terms and definitions 

For the purposes of this document, the terms and definitions given in ISO 5598 apply. 

4 Graphic symbols 

Graphic symbols used In this International Standard are In accordance with ISO 1219-1. 

5 Test circuit and equipment 

5.1 Test circuit 

Figure 1 shows the arrangement of a typical circuit for the collapse/burst test described In Clause 6. 
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Key 

1 contamination injection site 

2 system pump 

3 alternate contamination injection site 

4 pressure relief valve 

5 differential pressure gauge 

6 filter under test 

7 flowmeter 

Figure 1 — Typical circuit for collapse/burst test 

5.2 Apparatus 

The following test equipment shall be used: 

5.2.1 Test filter housing (recommended by the filter manufacturer), modified as necessary to ensure that 
fluid cannot bypass the filter element. 

5.2.2 Pump and motor, capable of maintaining the flow of the fluid in the test circuit at a pressure greater 
than the differential pressure required. 

The pump and motor drive system shall maintain a constant uniform flow rate within a tolerance of ± 5 % 
throughout the entire test. Positive and/or negative fluctuations in flow rate lead to inaccurate results. 

5.2.3 Reservoir, of sufficient size to contain the fluid in the test circuit, designed to l<eep the contamination 
in suspension; dead legs and quiescent areas shall be avoided. 

A cylindrical reservoir with a conical bottom has been shown to satisfy this requirement. The return line to the 
reservoir shall be below the fluid level to prevent aeration of the fluid. 

5.2.4 Connectors and valves, as necessary to control the flow of fluid through the filter. 
A pressure relief valve is optional. 

5.2.5 Differential pressure transducer, capable of registering the expected differential pressure. 
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5.2.6 Electronic strip cliart-recording device, with a response rate of 40 Hz to 100 Hz, or an equivalent 
recording device (see Annex A for recommendations for tine electronic strip chart-recording device). 

NOTE Optionally, an online automatic particle counter or contamination level indicator can be installed in ttie system, 

downstream from ttie filter under test. 

5.3 Fluid 

A fluid compatible with the filter element material, as determined in accordance with ISO 2943, shall be used. 

5.4 Contaminant 

The test contaminant shall be ISO 12103-1 A2 (ISO Fine Test Dust) or A3 (ISO Medium Test Dust) or another 
inert particulate contaminant. The contaminant shall not add to the strength of the element under test. 

5.5 Instrument accuracy and test conditions 

Instrument accuracy and test conditions shall be maintained within the limits given in Table 1 . 

Table 1 — Instrument accuracy and test condition variation 



Test parameter 


Unit 


Instrument accuracy 
of reading 


Allowed test condition 
variation 


Differential pressure 


Pa or kPa (bar) 


±5% 


— 


Injection flow rate 


mL/min 


±2% 


±5% 


Test flow rate 


L/min 


±2% 


±5% 


Kinematic viscosity ^ 


mm2/s 


±2% 


— 


Mass 


g 


±0,1 mg 


— 


Temperature 


°C 


±1 °C 


±2°C 


Time 


s 


±1 s 


— 


Injection system volume 


L 


±2% 


— 


Filter test system volume 


L 


±2% 


±5% 


^ 1 mm^/s = 1 cSt (centistoke). 



6 Test procedure 

6.1 Subject the filter element to a fabrication integrity test in accordance with ISO 2942. 

6.2 Disqualify from further testing any element that does not meet or exceed the manufacturer's specified 
minimum first bubble pressure. If the element meets or exceeds the manufacturer's rated minimum first 
bubble pressure, allow the fluid used in the fabrication integrity test to evaporate from the element, or rinse the 
element with the fluid being used in the collapse/burst test procedure. 

6.3 Install the filter housing in the collapse/burst test circuit at the location shown in Figure 1 . 

6.4 Determine the differential pressure across the empty filter housing at either the manufacturer's rated 
nominal flow rate or at a value between 50 % and 80 % of the nominal flow rate, and at either a selected test 
temperature between 15 °G and 40 °C or at a specified test temperature, and record. 

6.5 Install the element in the test filter housing. 
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6.6 Subject the element to the flow rate and temperature determined in 6.4. Maintain a uniform flow rate 
throughout the entire test. Maintain the test temperature within a tolerance of + 2 °C. Record the viscosity of 
the fluid at the test temperature and the overall differential pressure. The pressure relief valve, if one is 
installed in the system, should be set at not less than 150 % of the specified final collapse/burst pressure of 
the element being tested. 

6.7 Inject into the system, either continuously or intermittently (sometimes known as "batch loading"), a 
controlled amount of the test contaminant at a rate that is not greater than 5 % of the element's estimated 
contaminant capacity, at intervals of at least 2 min, while maintaining the specified test flow rate and test 
temperature. Record the type of contaminant used. The contaminant used shall be injected in a uniform 
manner and at a concentration low enough so that the pressure measurement equipment can detect any 
structural failure. 

To reduce testing time, a preload of contaminant equal to 50 % of the element's estimated contaminant 
capacity may be added, if agreed by the manufacturer. 

6.8 Record the flow rate and differential pressure across the filter as a function of contaminant mass added, 
expressed in grams or units of time, until the differential pressure, expressed in kilopascals, across the 
element (filter assembly differential pressure minus housing differential pressure) meets or exceeds the 
specified collapse/burst pressure rating or until failure. If contaminant is added intermittently, wait 2 min after 
the addition of contaminant before recording the flow rate and differential pressure. 

6.9 Subject the filter element to a fabrication integrity test in accordance with ISO 2942, using the same 
fluid as in 6.1, if physical collapse has not occurred. 

6.10 Record the following data: 

a) test flow rate; 

b) maximum filter-element differential pressure achieved; 

c) fluid temperature; 

d) type and viscosity at the test temperature of the fluid used in the test circuit; 

e) type of contaminant introduced; 

f) direction of flow through the element; 

g) type of pump. 

6.11 If the contaminant fills the filter housing before collapse/burst is achieved, the test shall not be valid. 

6.12 Calculate the contaminant mass injection rate, expressed in grams per minute, and multiply the test 
time, expressed in minutes, by this factor to give the mass of contaminant added. 

6.13 Plot the relationship of differential pressure versus contaminant mass added in linear co-ordinate format. 

7 Acceptance criteria 

The filter element collapse/burst pressure rating shall be verified if 

a) there is no visual evidence of failure in the element's structure, filter medium and seals, when tested in 
accordance with ISO 2942, and 

b) there is no abrupt decrease in the slope of the differential pressure versus contaminant mass added 
curve plotted in 6.13 prior to the specified collapse/burst pressure rating (see Annex for examples of 
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abrupt decreases in slope). Transients in differential pressure should not be included when evaluating the 
curve for an abrupt decrease in slope. 



8 Reporting 

8.1 The test information recorded in the documentation for a filter element tested in accordance with this 
International Standard shall show 

a) the test flow rate; 

b) the maximum filter element differential pressure achieved prior to collapse; 

c) the fluid temperature; 

d) the type and viscosity at the test temperature of the fluid used in the test circuit; 

e) the type of contaminant introduced; 

f) the direction of flow through the element; 

g) the minimum collapse/burst pressure rating. 

8.2 The form in Annex B may be used to report the data. 

9 Identification statement (reference to this International Standard) 

it is strongly recommended to manufacturers who have chosen to conform to this International Standard that 
the following statement be used in test reports, catalogues and sales literature: 

"Filter element collapse/burst pressure rating conform to ISO 2941:2009, Hydraulic fluid power — Filter 
elements — Verification of collapse/burst pressure rating." 
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Annex A 

(informative) 

Recommendations for electronic strip cliart-recording device used 
in the ISO 2941 collapse/burst test procedure and typical curves 

generated by these devices 



A.I General 

ISO 2941 requires precision in tine measurement of differential pressure, and this is best done using an 
automatic data recording method, such as a data logger, computer or chart recorder. The response of the 
transducer/recorder combination should be > 50 Hz to determine when a structural or filter medium failure 
occurs during the collapse/burst test. 

Use of the recording device itself does not assure good results. Care should be taken to ensure that the 
instrument is properly adjusted. The information in Clause A.2 provides guidance. 



A.2 Specific recommendations 

A.2.1 Electronic damping of the transducer should be kept to a minimum. 

A.2.2 There should be no damping orifices between the transducer and filter inlet line. 

A.2. 3 Data capture rate and chart speed should be set so that failure of the filter medium, as well as 
structural failure, can be identified. 

A.2. 3.1 During the initial part of the test, while the filter element is loading (i.e. up to approximately 10 % of 
estimated collapse/burst pressure), data capture rate or chart speed should be set at the recording device's 
slowest speed setting. 

A.2. 3.2 During the critical portion of the test (i.e. from 10 % of estimated collapse/burst pressure to failure or 
test pressure), it is recommended that the frequency of data collection should be capable of detecting the 
failure point; a frequency of data collection of 0,2 Hz or a chart speed of 5 mm/s has been found suitable, 
depending on the capability of the instrument used. 

If contaminant is added intermittently, rather than continuously, it is recommended that the recording device 
be set to a speed that allows it to register the changes in differential pressure. 
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Annex B 

(informative) 

Test data report form 



Test date: Operator: 



Test conditions and equipment 

Testflow rate: L/min Fluid temperature: °C 

Maximum fiiter element differential pressure achieved prior to collapse: l<Pa 

Type of contaminant: 

Direction of flow through the element: 

Fluid used in tlie test circuit 

Type: Viscosity: mm^/s at °C 

Filter element 

Manufacturer: 

Manufacturer's identification or part number: 

Batch number/date code: 

Used/unused: 

Comment: 



Minimum collapse/burst pressure rating: kPa 
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Annex C 

(informative) 

Examples of abrupt decrease in the slope of the differential pressure 
versus contaminant mass added curve 




70 X 



Key 

X mass of ISO medium test dust added, expressed in grams 
Y differential pressure, expressed in kilopascals 

1 collapse points with an abrupt change in slope 



Figure 0.1 — Abrupt decrease in tlie slope of tlie curve of tlie differential pressure versus 

contaminant mass added — Example 1 
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Key 

X mass of injected ISO medium test dust, expressed in grams 

Y1 number of particles per 1 mL 

Y2 differential pressure, expressed in kilopascals 

1 collapse pressure of the inner tube 

Figure C.2 — Abrupt decrease in the slope of the curve of the differential pressure versus 
contaminant mass added curve — Example 2 
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